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Message Text 


UNCLASSIFIED 

PAGE 01 ATHENS 07409 101651Z 
64 

ACTION EUR- 10 

INFO OCT-01 ISO-OO EB-03 DRC-01 RSC-01 /016W 

074645 

R 101501Z OCT 74 
FM AMEMBASSY ATHENS 
TO USDOC 

INFO SECSTATE WASHDC 5853 
AMCONSUL THESSALONIKI 

UNCLAS ATHENS 7409 

E.O. 11652: N/A 
TAGS: BEXP, GR 

SUBJ: CABLE REPORT: CATALOG EXHIBITION 
REF DEPT'S A-9166, DTD SEPT 9, 1972 

1) "INDEX '74" - U.S. AUTO SERVICING EQUIPMENT 

2) ZAPPEION BUILDING, ATHENS, GREECE, OCTOBER 3-9, 1974 

3) 134 

4) A) 83 (AT U.S. BOOTH) 

B) TOTAL NUMBER VISITING INDEX WILT. BE SUPPLIED IN 
SEPARATE MESSAGE 

5) 81 

6) 97 FIRMS RECEIVED 263 INDIVIDUAL INQUIRIES 

7) A) HIGH QUALITY VISITORS DURING LAST HALF OF SHOW 
HELPED BOOST SUCCESS OF EXHIBIT. GIVEN LULL IN BUSINESS 
ACTIVITY RESULTING FROM SUMMER CRISES AND SUSPENSION 
DECISION-MAKING UNTIL AFTER ELECTIONS, RESULTS OF SHOW 
EXCEEDED EXPECTATIONS. SOUR NOTE WAS THEFT OF AMERICAN 
FLAG DISPLAYED OUTSIDE EXIBITION HALL NIGHT OF 
OCTOBER 5. INTERVIEWS AT BOOTH AND PLANT VISITS 

BY ITR LARSON REVEAL RECEPTIVE MARKET. URGE ALL 
U.S. PARTICIPANTS TO FOLLOW THROUGH AGGRESSIVELY ON 
LEADS OBTAINED. 

B) PLAN TO SEND CATALOGS TO AMCONSUL THESSALONIKI 
FOR FURTHER SHOWING UNLESS USDOC PERCEIVES OBJECTION. 
KUBISCH 

UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 10 OCT 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974ATFIENS07409 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740289-0088 
From: ATHENS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 9741 057/aaaabwwl. tel 

Line Count: 52 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: DEPT'S A-9166, DTD SEPT 9, 1972 
Review Action: RELEASED, APPROVED 
Review Authority: golinofr 
Review Comment: n/a 
Review Content Flags: 

Review Date: 04 NOV 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <04 NOV 2002 by ReddocGW>; APPROVED <04-Nov-2002 by golinofr> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: CABLE REPORT: CATALOG EXHIBITION 
TAGS: BEXP, GR 
To: COM 
Type: TE 
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